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IA08A4-SD Redesignation of COR 

DIO Contract Div SSD, 902d MI Gp 13 Jul 83 

ATTN: AFZI-DI-C (CPI Newell) ATTN: IAGPA-F-SD 

Bldg P 2234 
Ft Meade, MD 20755 

1. Request the following change of COR be made effective 11 Jul 03: 

Remove: LTC Robert J. Jachim 

Ft Meade, MD 20755 

Designate: Frederick H. Atwater 

Ft Meade, MD 20755 

2, P0C this office is OPT Thomas McNear , ext. 2656. 


J 

ROBERT J. JACHIM 
LTC, MI 
Chief, 5SPD 
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